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S#y 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

Fer  Cent 

Vacant 

Beds 

Week 

Ending 

Total 

Remain. 

In 

IIosp. 

In 

Qtrs . 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs  • 

FIRST  SERVICE  COMMAND 

104460 

2166 

2134^ 

321 

2.07 

2.04 

.03 

2305 

Dow  Fid . ,  Maine 

1665 

51 

.....ill. 

_ 

3.06 

3.06 

— 

64 

8/1 

Boston,  Port  of  limb. 

1046 

— 

—  -  - 

•  T.  - 

rr 

— 

.  8/1 

Bradley  Fid.,  Conn. 

2369 

109 

108 

1 

4. 60 

-  4.56 

.04 

_ 

6/1 

Ft.  Devens.  Mass. 

22340 

682 

678 

4 

2*41 

2.39 

.02 

449 

7/25  . 

Co.  Edwards.  Mass. 

29865 

657 

656 

1 

2.20 

2*19 

.01 

483 

7/25 

It-.  Ethan  Allen;  7t. 

1637 

34 

34 

2*08 

2*08 

. .  214 

8/1 

Grenier  Fld.T  N  H. 

1681 

44 

44  . 

___ 

2.62 

2.62 

98 

8/1. 

H.  D.  of  Boston 

5264 

137 

132 

5 

2.60 

2.51 

.09 

213 

6/1  ... 

H.  D.  of  Lons  Island 

2747 

61 

55 

6 

2. 22 

2.00  . 

.22 

113 

8/1 

H.  D.  of  Narraeansett  Bav 

3182 

62 

62 

_ 

1.95 

•  1.95 . 

. 145.  

Bl 1-  . 

H.  D.  of  New  Bedford 

1070 

17 

17 

_ 

1.59 

1.59 

41 

8/1  i 

H.  D.  of  Portland 

3676 

86 

81 

.  _  5  . 

2.34 

2.20 

.14 

276  . 

7/25 

H.  D.  of  Portsmouth.  N.  H 

1395 

25 

23 

2 

1.79 

1.65 

,14 

53 

8/1  .. 

A.A.B.  Hills grove.  R.  I. 

631 

2 

2 

.32  . 

.32 

8 

8/1 

Presque  Isle  A.  B.,  Maine 

1357 

28 

28 

— 

1.51 

1.51 

— 

32 

s/i 

Springfield  Armory.  Mass. 

213 

_ 

. 

_ 

_ 

_ 

8/1  1 

Houlton  Air  Base,  Maine 

671 

16 

16 

— 

2,38 

2.38 

— 

9 

s/i 

West o ve r  Fid . .  Mas s . 

4085 

149 

147 

2 

.  3.65 

3.60 

.05 

102 

8/1 

1st  Serv.  Command  at  Large 

13066 

6 

6 

.05 

— 

r05 

— 

7/25 

i SEC 01®  SERVICE  COMLIAHD 

154294 

3604 

. .  3548 

.  -5 6 

2.30. 

*0.4... 

.  .294-6  . 

Atlantic  City,  N.  J. 

9479 

.  66 

66 

__ 

*70 

.70 

2 

s/i  1 

C ur t i s— W right  Se^.%clt/$.^ 

WCEILE&70 

.  . 

, 

_ 

3 

8/1 

Ft.  Di-X.  N.  ,T. 

4.11-943-- 

980 

980 

_ 

8.21 

8.21 

325 

7/25 

H.  D.  of  Delaw?^1 

JTjfSiie 

X  63 

66 

2 

2.18 

2.12 

.06 

52 

8/1 

Camp  Kilmer.  N.  J. '  --qjjfa 

26456 

Wp  215 

215 

.81 

.81 

. 

1160 

8/1  . 

Madison  Bks..  &|3njrfM.,il,1i,n  fM. 

- 99.2. .. 

7 

7 

_ ~ _ 

1.16 

1.16 

- 

_ 3L- 

-ML-  ■ 

Historical  Division,  AML 


CONFIDENTTAT 


— 

Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

- CONffI 

Per  Cent 

DENT 

Vacant 

Beds 

TAL 

Week 

Ending 

Total 

Remain. 

In 

Hosp. 

In 

Otrs. 

Total 

Remain. 

In 

Hosp. 

In 

.  Otrs. 

SECOND  SERVICE  COMMAND  (Cord 

Mitchel  Fid..  N.  Y. 

3660 

. 144 . 

.  141 

*  3 

3.93 

3.85 

. ...  -.08 

r  ...  _  51  . 

8/1 

Ft.  Nonmouth,  N.  J. 

21706 

366 

364 

2 

1.69 

1.68 

.01 

225 

8/1 

New  York  City  Area 

35947 

815 

787 

28 

2.27 

2.19  

08 

750 

8/1 

Ft.  Niagara-.  N.  Y. 

2405 

..  58 

. 58 

2.41- 

2.41 

'35 

8/1 

Ft.  Ontario,  N.  Y. 

934 

66 

66 

7.07 

7.07 

.  35  . 

8/1 

Pine  Camp.  N.  Y. 

20463 

607 

607 

_ 

2.97 

2.97  .... 

.97 

8/J 

Platt sburg-  Bks.,  N.  Y. 

1701 

44 

44 

2.59 

.  2.59 

42 

Raritan . Are  enal ,  N .  J . 

522 

9 

8 

J 

1.72 

1.53 

..  .  .19 

1 9 

8/1 

Rome  Air  Depot,  N.  Y. 

1133 

3 

3 

.26 

.26 

15. 

Stewart  Tech.  Sch. .  N.  Y. 

483 

_ 

_ 

4  . 

8/1. 

West  Point,  N.  Y. 

4813 

146 

136 

10 

3.03 

2.82 

.21 

47 

8/1 

2nd  Serv.  Command  at  Large 

8254 

10 

10 

.12 

.12 

7/25 

THIRD  SERVICE  COMMAND 

266882 

6167 

5939.. 

228  . 

.  2.31 

2.23 

.08— 

 3492 

Aberdeen  Prv.  Grd.^  Md. 

16721 

334 

324 

10 

2.00 

1.94 

.06 

167 

8/1 

Amoh.  Corps.  Va. 

377 

8/1 

A.P.  Hill  Mil.  Res.^  Va. 

9670 

97 

87. 

10 

1.00 

.90 

.TO 

113 

7/25  ... 

Ft.  Belvoir,  Va. 

19369 

914 

914 

4.72 

4.72 

_ 

Carlisle  Bks. . . Pa. , 

-  .2539 

36 

34 

...  -.  -2 

1.42  . 

1-34 

-08 

-  55 

8/1 

Edgewood  Arsenal.  Md. 

4523 

62 

60 

2 

1.37 

1.33 

.  .  .04 

172  . 

8/1- 

Ft.  Eustis.  Va. 

19650 

....  633 

.557 

76 

3.22 

2.83 

.39 

334 

8/1 

Front  Royal  Q.M.  Depot 

206 

L 

1 

.49 

.49 

7 

8/1  ..... 

Ft.  Geo.  G.  Meade j  Md. 

4,5844 

932 

932 

2*03 

.  2.03 

.  .417. 

_ 

Op.  Holabird,  Md. 

2430 

40 

40 

1.65 

1.65 

155 

8/1 

Indiantown  Gap .  Pa . 

20826 

644 

644 

_ 

. 3.09 

3.09 

314 

8/1 

Langley  Fid.,  va. 

11555 

110 

109 

1 

.95 

.94 

-01  - 

 74-.. 

.8/3 

Cp.  Lee.  Va. 

32926 

902 

898 

4 

2.74 

2.73 

.m 

^93 

8/1- 

Ft.  Monroe,  Va. 

2906 

86 

83 

3 

2.96 

2.86 

.10 

147 

8/1 

New  Cumberland,  Pa. 

2581 

6 

6 

.23 

.23 

.  32 

8/1 

Olmsted  Fid. .  Pa. 

396 

2 

2 

.51 

.51 

23 

8/1  .....  

Cp_.  „  Pickett ,  Va. _ 

_ 29472. ... 

- 846- 

- _ .-768_ 

. -7H..-J — 

2.61 _ 

- .26- 

555 

1 . A/.1 
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Number  of  patients 
reoort  at  end  of 

on  sick 
week 

CONF 

Per  Cent 

IDEN1 

riAL 

Station 

Strength 

Total 

Remain. 

In 

Hosp. 

In 

Ctrs. 

Total 

Remain. 

In' 

Hosp. 

In 

Qtr’s . 

Vacant 

Beds 

.  Week 
Ending 

THIRD  SERVICE  COHMANDfCorv 

A.A.B.,  Richmond,  Va-. 

850 

25, 

25 

— 

2.94 

2.94 

_ 

243 

8/1 

Nil. Ins. T.  Cp.  Ritchie. Md. 

368 

7 

1 

6 

.72 1 

.10 

,i>2. 

_ 

8/1 

Ft.  Story  &  Cp.PendletonVa 

5069 

301 

301 

— 

5.94 

5'.  94 

_ 

52.1 

8/1 

Ft.  Washington,  Md. 

873 

1 

_ 

1 

^.11 

_ 

’.11 

8/1 

Washington.  D.  C.  Area 

20725 

181 

153 

28 

*82 

.74 

-.13 

38 

8/1 

3rd  Serv.  Command  at  Large 

16408 

7 

— 

7 

.04 

-.04 

7/25 

FOURTH- SERVICE  COMMAND 

..  iiaaao 

19117 . 

L  17186 

.19.31 . 

. P..69- 

....2.42  . 

 -  ..27 

.148.23 . 

Athens ,  Georgia 

831 

Hj 

— 

3 

.36 

— 

.36 

— 

8/1 

Atlanta,  Q.M.  Motor  Base 

2373 

— 

— 

— 1  *  * 

_ 

8/1 

Avon  Park.  Florida 

49  6 

1 

_ 

1 

.20 

.20 

8/1 

Ft.  Barrancas, Fla. 

2506 

70 

.  -  .  70 

22Z9L 

. .  .  2.79 

170 

8/1 

Bennettsville .  S .  C . 

.434 

8/1  

Baca  Raton  Fid. ,  Fla. 

1593 

15 

— 

15 

.94 

— • 

.94 

— 

8/1 

Ba inbridge,  Ga. 

1131 

7 

— 

7 

.62 

— 

.62 

3/1 

Camp  Butner,  N.  C. 

3883 

11 

— 

.  11 

'.28 

-  ,  * 

.28 

_ 

8/1 

Ft.  Bennin&j  Ga. 

*53119 

. 1976 

1410. 

. 566  

3.72 

2.6-5 

1.07 

953 

7/  ?*5 

Cp.  Standing,  Florida 

10669 

573 

572 

1 

5.37 

5.36 

-.01 

1359 

7/25 

Ft.  Bragg,  N,  C. 

63594 

2797 

2598 

199 

4.40 

..  4.09 

...  .31 

1616 

7/25 

Br ookley  Fid . .  Ala „ 

4427 

27 

26 

1 

2*11. 

.  2.17 

.........  .02 

19 

8/1 

Camden,  S.  C. 

361 

8/1 

Carlstrom  Fid..  Fla. 

....  495 

,  , 

. 

_ 

8/1 

Charleston,  Port  of  Emb,..SC 

1258 

1 

_ 

1 

.08 

.  . 

.08 

_ 

8/1 

Classification  Center, Tenn 

3320 

— 

— 

_ 

_ 

, 

__ 

8/1 

Cochran  Fid.,  Ga. 

3178 

55 

. .  55 

— 

1.73 

1.73 

326 

8/1 

Columbia  A. Air  Base,S.'C. 

4494 

— 

— 

_ 

8/1 

Columbus  A.Fly.Sch.  .Miss. 

3061 

56 

56 

_ 

1.83 

1.83 

* 

69 

-8/1 

Craig  Fid.,  Ala. 

3884 

63 

62 

1 

1.62 

1.60 

.02 

30 

8/1 

Cp.  Croft,  S.  C. 

18843 

496 

496 

— 

2.63 

2.63 

316 

8/1 

Dale-Mabry  Fid.,  Fla. 

3782 

116 

114 

2- 

3.07 

3.01 

.06 

16 

8/1 

Daniel  Fid. .  Ga. 

3-9.1  j.. 

116 

ii5 

1 

2.96 

2.-94 

H2 

107  . 

2/1 
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week 

Pe 
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Station 

Strength 

Total 

Remain. 

In 

Hose. 

In 

Otrs. 

Total 

Remain. 

In 

Hosp. 

In 

Otrs  . 

Vacant 

Beds 

Week 

Ending 

FOURTH  SERVICE  COMMAND  (Con 

Co.  Davis.  N.  C. 

13525 

375 

356 

19 

. 2.1 7 

2.63 

.14 

399 

7/25 

AAFTD.  Decatur.  Ala. 

-  -  -  351. 

_ 

8/1 

Dorr  Fid*,  Fla. 

457 

_ 

_ 

_ 

_ 

— 

— 

8/1 

AFTD.  Douglas.  Ga. 

298 

— 

— 

— 

— 

— 

— 

— 

8/1 

Drane  Fid..’  Fla. 

1028 

1 

1 

. . .  .10 . 

.10 

8/1 

Eglin  Fid. ,  Fla. 

. 5392 

66 

65 

1 

1.22 

1.21 

.01 

75 

8/1 

Ft.  Fisher.  N.  C. 

806 

_ 

— 

— 

8/1 

Cp.  Forrest,  Term. 

31729 

940 

901 

39 

2.96 

2.84 

.12 

570 

7/25 

Gadsden,  Ala. 

.  1399 

11 

11 

_ 

.79 

.79 

_ 

79 

8/1 

Galsboro.  N.  C. 

776 

3 

3 

— 

139 

.39 

— 

23 

8/1 

Gp.  Gordon,  .Ga.  . 

8078 

1  .  512 

. 512 

,  . 

6.34 

6.34 

,  . 

0 

0 

1 — 1 

7/25 

Greenville  A.Flv.Sch. ,Miss 

3328 

54 

54 

_ 

1.62 

1.62 

_ 

64 

8/1 

Greenville  A. Air  Base.S.  C 

2467 

61 

60 

1 

2.47 

2,43 

.04 

149 

 8/1 . . 

AAFTTC.  Gulfport.  Disc. 

. .  735 

3 

-3 

.41 

.41 

8/1 

Hendricks  Fid..  Fla. 

3390 

. 65 

64 

1 

1.67 

1.65 

.02 

161 

8/1 

Hunter  Fid.,  Ga. 

8171 

174 

171 

3 

2.13 

2.09 

.04 

29 

8/1 

Huntsville  Arsenal,  Ala. 

374 

8 

3 

_ 

2.14 

2.14 

_ 

68 

8/1* 

AAFTD.  Jackson,  Miss. 

224 

_ 

_ 

_ 

_ 

— 

_ 

_ 

8/1 

Jackson  A. 3.,  Miss.  - 

2017 

63 

63  1 

— 

3.12 

3.12 

— 

50 

8/1 

Ft.  Jackson,  S.  C. 

.  .56126 

2208 

2052 

156 

3.93 

3.66 

.27 

956 

7/25 

AAB,  Jacksonville,  •  Fla. 

622 

2 

_ 

2 

.32 

— 

.32 

_  ■ 

8/1 

Keesler  Fid.,  Miss. 

31179 

681 

645 

36 

2.18 

2.07 

.11 

477 

8/1 

Key  Fid. .  Miss. 

4569 

86 

73 

13 

1.88 

1.60 

.28 

15 

8/1 

Key  West  Bks. .  •  Fla. 

1441 

20 

20 

1.39 

1.39 

7/25 

Knoll wood  Fla.,  N.  C.  . 

477 

, 

- . 

, 

8/1 

Ft.  McClellan,  Ala. 

24980 

728 

725 

3 

2.91 

2.90 

.01 

285 

8/1  . 

Ft.  McPherson,  Ga. 

4335 

175 

172 

. ....  3 

4.04 

3.97 

.07 

108 

8/1 

MacDill  Fid.,  Fla. 

21487 

511 

496 

15 

2.38 

2.31 

.07 

191 

8/1 

Miami  Beach,  Fla. 

23309 

644 

.  m. 

371 

2.76 

1.17 

l;59 

76 

7/25 

Montgomery.  Ala.  Area 

12231 

249 

.  .  244 

5 

2.04 

1.99 

.05  . 

236 

8/1 

Moody;., Fid.,,.  Ga. _ 

_ 3201 

_ 53^ 

_ 52- 

_ 1.84 

. 1«.8^,__, 

_ 

L  8/1 

Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

Per  Cent  OONFI 

DENI 

Vacant 

Beds 

TAT. 

Week 

Ending 

Total 

Remain. 

In 

Ho-sp. . 

In 

Qt?&. 

Total 

Remain. 

In  ■ 
Hosp. 

In 

Qtrs . 

FOURTH  SERVICE  COI  H  AND  (Con 

Morris  Fid.,  N.  C. 

1592 

70 

69 

1 

4.40 

4.33 

•07 

101 

8/1 

Morrison  Fid. .  Fla. 

2980 

.  135 

131 . 

4 

4.53 

4.40 

•  .13 

18 

8/1 

Ft.  Moultrie.  S.  C. 

1865 

77 

77 

— 

4.12 

4.12 

64 

8/1 

Cp.  Murphy,  Fla. 

2430 

- 

— 

- 

- 

— 

— 

— 

8/1 

Ft.  Ilyers.  Fla. 

2566 

_ 

_ 

_ 

J  . 

8/1 

Napier  Fid. .  Ala. 

- mi... 

55 

55. 

— 

1.61 

1.61 

62 

8/1 

Nashville  Sec.Ferrv  Com. 

w 

o 

d 

o 

4 

b  not  re-c 

3ived 

- 

AC  TP  ,  Ocala.  Fla. 

274 

1 

_ 

1 

.36 

_ 

.36 

8/1 

Ft.  Oglethorpe,  Ga. 

523? 

146 

146 

_ 

2.79 

2.79 

391 

8/1 

ACTD,  Orangeburg,  S.  C. 

2R6j 

0 

.2 

..78 

.78 

8/1 

Orlando.  Fla. 

Stati 

Dn  Hospit 

:.l  report 

not  rece 

ived 

Cp.  Rucker.  Ala. 

20274 

692 

671 

21 

3.41 

3.31 

♦  10 

301 

7/25 

St.  Petersburg,  Fla. 

2793 

17 

17 

...   .61 

_ 

■  61 

' 

8/1 

Ft.  Screven,  Ga. 

. . -502 

ia 

.  .,,18... 

_ 

3.59  . 

. . 3.59 

72 

8/1 

Shaw  Fid . r  S „  C . 

3156 

70 

68. 

A 

.  2.22 

2.15 

.07 

45 

8/1 

Cp.  Shelby,  Miss. 

53324 

. 1531 

1191 

340 

2.87 

2.23 

.64 

1263 

7/25 

Spence  Fid..  Ga. 

2679 

76 

76 

— 

2.84 

2.84 

74 

8/1 

Cp.  Stewart.  Ga. 

10692 

168 

168 

— 

1.57 

1.57 

429 

7/25 

■Cp.  Sutton,  N.  C. 

10220 

294 

294 

2.88 

2.88 

_ 

19 

7/25 

Turner  Fid..  Ga. 

4588 

53 

 -.  52 

1 

1.16 

1.13 

.•03 

83 

8/1 

Tuskegec,  Ala. 

1993 

31 

31 

- 

1.56 

1.56 

— 

24 

8/1 

Tyndall  Fid. .  Fla. 

4959 

90 

90 

—  '  ' 

1.81 

1.81 

105 

8/l 

Cp.  Tyson.  Tenn. 

2875 

74 

71 

3 

2.57 

2.47 

,10_j 

311 

7/25 

Cp.  Wheeler.  Ga. 

22744 

517 

517 

2.27 

2.27 

354 

8/1 

Wilmington.  N.  C. 

731 

1 

1 

.14 

.14 

8/1 

Carolina  Maneuver  Area 

78395 

821 

810 

11 

1.04 

1.02 

.02 

1018 

7/25 

4th  Serv.  Command  at  Large 

9645 

26 

_ 

26 

.27 

.27 

7/25 

FIFTH  SERVICE  COMMAND 

86992 

2386 

2289 

97 

2.74 

2.63 

.. .  .11 

. ...158.0..... 

Cp.  Attcrbury,  Columbus  Jind 

1252 

14 

_ 

14 

1.12 

1.12 

22 

8/1 

Baer  Fid.,  Ind. 

1618 

42 

_ 23_ 

. . 3. . . 

_ 2.60 

_ 2*134 _ 

L _ .....56- 

- 5Z_ 

_S/1 _ 
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Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

Per  Cent 

Week 

Ending 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Vacant 

Beds 

FIFTH  SERVICE  COMMAND:  (Co 

a.) 

Fort  Beniamin  HarrisonfInd 

8917.. 

313. 

302 

11 

. 3.51 

.  3.39 

.12 

182 

8/1 

Bowman  Field ,  Kentucky  ... 

.  .  1060 

..  63 

.....  .  61 

2 

..  .  5-94 

5.75 

.19 

57 

8/1 

Camp  Campbell,  Kentucky 

944 

6 

6 

.64 

.64 

8/1 

Erie  Proving'  Ground,  Ohio 

.2105... 

59 

,50 

.  . .  9 

2.80 

2.38 

.  .42 

. 12 

. 8/1  . 

Fort  Hayes,  Ohio 

2661 

124 

120 

4 

. . 4.66 

.  .  4.51 

.15 

89 

8/1 

Fort  Knox,  Kentucky 

54456 

1535 

1507 

28 

2-82 

2.77 

.05 

648 

7/25 

T.nokbn me  A-..A-R-,  Ohio 

17.25 

24 

24 

_ 

.  1.39 

1.39 

_ 

435 

8/1  . 

Ohio  Inst-  of  Aero- 

379 ... 

— 

— 

8/1 

Patterson  Field 

6754 

91 

80 

11 

1.35 

1.18 

.17 

20 

8/1  . 

Camp  Perry.  Ohio 

1448 

11 

_ 

1 

. . .07 

.07 

— 

8/1 

Fort  Thomas,  Kentucky 

.  3671 

114 

112 

2 

3-11 

3.05 

.06 

58 

8/1 

SIXTH  SERVICE  COMMAND: 

85714 

2584 

2502 

82 

..  2,01 

2.92 

. . . ,P9.  , 

..  1320.  

Aeronautical  Univ..  Ill- 

 .  .  994 

1 

1 

.10 

.10 

8/1 

Antigo,  Wisconsin 

264 

2 

_ 

2 

.76 

.76 

8/1 

Fort  Bradv.  Michigan 

5301 

.96 

95 

1 

1.81 

1.79 

-02 

54 

.  8/1  . . 

Chanute  Field.  Illinois 

20927 

426 

424 

2 

2-04 

2-03 

-01 

175 

8/1 

Fort  Custer,  Michigan 

9310 

705 

. . .695. 

10 

7-57 

7.47 

-10 

361 

7/25 

Camp  Grant.  Illinois 

15242 

412 

412 

2.70 

2.70 

204  . 

8/1  .  . 

Janesville,  Wisconsin 

. 173. . 

_ 

— 

8/1  ... 

Kellogg  Field.  Mi  chigan 

536 

— 

... 

8/1 

Madison  Field,  Wisconsin 

...  10.31 

3 

3 

-29 

-29 

8/1 

Camp  McCoy,  Wisconsin 

2577 

.  18 

17 

 1 

-70 

.66 

,04 

13 

,   J8/L-- 

Parks  Air  College.  Illinoi 

3  584 

1 

1 

.17 

Il7 

9  

8/1 

Rock  Island  Arsenal,  Ill- 

212 

1 

1 

-47 

_ 

-47 

5  ... 

.8/3 

Romulus.  Michigan  ’ 

767 

3 

mm 

3 

-39 

_ 

-39 

8/1 

Savanna  Ord.  Depot.  Ill. 

1011 

3 

3 

.30 

-30 

49 

8  n 

Scott  Field,  Illinois 

17182 

556 

552 

/, 

3, 2/ 

3.21 

.03 

116 

8/1 

Selfridge  Field,  Michigan 

1431 

61 

59 

2 

4.26 

4.12 

.14 

144 

8/1 

Fort  Sherdian,  Illinois 

4238 

229 

183 

46 

5-40 

.....  4-32 

...  1.08 

1,39 

8/1  . 

-Gom-^Springfi  elcL,JlX,.-. 

_ mi 

_ 2_ 

_ 9- 

_ mi 

-13— 

- ~ - 

21 

8/1 

xJLclLi 


Station 

Number  of  patients  on  sick 
report  at  end  of  week 

Per  Cenf^ONFI 

DENT 

Vacant 

Beds 

7 

TAL, 

Week 

Ending 

Strength 

Total 

Remain. 

In. 

Hosp. 

In 

•"Qtrs . 

Total 
Remain . 

In 

I-Iosp. 

In  ■ 
O.trs . 

SIXTH  SERVICE  COMMAND:  fCo 

a. ) 

.  , 

Fort  Wayne,  Michigan 

428 

31 

30 

1 

..  .7^-24- 

7.01 

_ 

J0 

8/1- 

Camp  Williams,  Wisconsin 

1791 

27 

21 

6 

1.51 

1.12— 

a34- 

— 

E/2 

*  _ 

SEVENTH  SERVICE  COMMAND : 

121389 

4555 

1982 

. .5.73 

2.65 

2.32 

•33. 

2208 

Abprdppn .  Smith  Dakota 

193 

1 

1 

..,.52 

.52 

3/1 

_ 

. 

— 

— 

— 8/3 — 

8887 

IQ/, 

39  

65 

1.1?  - 

- .:44 — 

2Za 

12 

7/25 

VPiUp — Lit-Li.  tJ.SJllj - U.wX.uX  -U.U-U - 

A.A.B. Colorado  Sogs. .Colo. 

20/3 

11 

11 

42— 

-J+2— 

6 

8/1 

Fort  Crook,  Nebraska 

1347 

29 

29 

2,15 

2^5 

- . 29 

E/2 

flrnnlrp+.nn  ¥i  rmpRnt.a 

i6n 

— 

- ' 

8/1 

flarrvn  Crowder.  Mi  ssoiiri 

27236 

676 

336 

140 

3.03 

. 2.41- 

.62-1 

394 

-..-E/2 

Fort  Des  Moines-.  'Town. 

2003 

32 

48  . 

4 

2l6Q 

2../Q..- 

^2Q 

123 

8/1 

Fort  F   F, -Warren . Wvorni  n g 

I  80/  5 

/,R5 

2QO 

95  ... 

2.69 

2'.  16 

.4-3-— 

124 

—E/El.  .. 

Goodlandj  Kansas 

316 

2 

2 

‘.63 

_ 

.  -,..63  - 

-—8/1-  - 

Grand  Forks  -  North  Dakota 

334 

_ 

_ 

- 

— 8/1- 

Haves.  Kansas 

205 

....22 

-E/2 

Jefferson  Bks.j  Missouri 

22107 

863 

863 

3!  9.0  — 

3.90 

144 _ 

— 8/1 

Rec.Cp.,  Kansas  City.  Mo. 

1836 

7 

7  . 

-38 

,38 

20 

84, 

Fort  Leavenworth,  Kansas 

5124 

151 

147 

4 

2.95 

. . . 2.82 

-08 

114 

—E/2 

Fort  Leonard  YTood.  Missnnr- 

31/,  97 

916 

839 

77 

2l  91 

2.66 

^21 

613 

,.a/i_.  - 

T,i  n ooln  j  Nehra ska 

Report  n 

it  rocei.v 

^d . 

Fort  Logan r  Colorado 

/,  308 

1  21 

121 

2-81 

_ 2JU . 

_ 

— 

-8-/3—  . 

Lowrv  Field.  Colorado 

11  326 

333 

283 

72  

3:08 

2.46 

-  .62 . 

.92 

— 8/3 —  - 

Fort  Meade.  South  Dakota. 

1338 

/,  2 

/,  2 

2.70 

222Q 

— 

.  ..150 

7/2.1  ■ 

Missouri  Av.  Tnst. 

700 

— 

— 

— 

8/1 

Montioello.  Minnesota 

18/,. 

_ . 

__8A  .  . 

Fort  Morgan,  Colorado 

262 

1 

„  . 

1 

. .38 

.38— 

4 A 

— E/2 — 

National  Sch.of  Aero.,.  Mo. 

933 

3 

3 

.31. 

.31 

2 

7/25-  - 

Fort  Omaha.  Nebraska 

380 

7 

6 

1 

1.21 

1.03  .. 

08 

Q 
, }  , 

e/3 — 

Pittsburg.  Ka.ppaff 

182 

1 

1 

.55  

. .55 

. ,  .B/3 — 

Rapid  City  A.B..  S.  D. . 

. -_45.£ _ 

- 

- 

- 

- 

- 

- 

—a/] — , 

CONFIDENTIAL 


- r 

'  Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

CONFir 

Fer  Cent 

ENTI 

Vacant 

Beds 

AL 

Week 

Ending 

Total 

Remain. 

In  ; 
Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs . 

SEVENTH  SERVICE  COMMAND:  ( 

lonO 

Fort  Ri  1  rv*  Kansas 

iftn/,2 

603 

502... . 

101. 

..3.234- 

2,.7.3.. 

.5,6 

259— 

8/1 

Oarrvn  Rirflev.  Mi nnpsnta 

/3/, 

3  : 

3 

.60. 

-OOJ 

_ 

8/3—  ... 

Fort  Robinson.  Nebraska 

340 

3 

3 

2.35 

2.35- 

52 

8/1.  

RnrhpRt.pr.  Mi  nnp an +.a 

2  Q5 

-8/0-  . 

flarrm  .^^nr^crp  Mi 

432 

— , 

— 

— 2/1 — - 

Si  k  a  a  ton .  Mi  ssnii  ri 

266 

2 

2 

4Z1 

2Z5 

8/J 

Sioux  Falls  A.F..  South  D. 

/535 

_ 

_ 

— 

8/j 

Fort  Snelling,  Minnesota 

4755 

109 

107 

2 

2.29 

2.25  

.04- 

52 

—2/] 

Scene er.  Iowa 

213 

a 

1 

± 

.  2 

r  1.41 

JtL. 

 ...94- 

4 

8/] 

Sti  1 1  wfltpr.  Mi  nnesnta. 

166 

g/i  .. 

EIGHTH  SERVICE  COMMAND:  . 

— 4H2113— 

15066 

14001 

.10.65.. 

. ,.2.. 90.... 

. ...22 

1Q243 

Alamogordo.  New  Mexico 

3560 

27  , 

. J.5 

12 

2Z£n. 

*U- 

.34- 

5 

0/25 

Albnnnerrme  A.R..  N.M. 

4460 

67 

65 

2 

1,.5-Q.- 

1.46  | 

*04 

35 

.  -8/1 

Amari llo .  Texas 

727 

/, 

2 

2 

r5^| 

.  '  .27 

'  ,27 

1 

7/25—. 

Arl  edan  Fi  el  ri .  Texas 

265 

O 

> 

1 

o 

1.13 

.38  . 

t75 

2 

..8/1- 

Ballinger.  Texas 

259 

2 

2 

227 

OZ2 

18 

8/1 

CamD  Barkelev.  Texas 

2331 0 

320.. 

7.33 

37 

2.35 

2.72  . 

03- 

413 

7/2,5- 

Barksdale  Field.  Louisiana 

7225 

200 

197 

3 

2.77 

2.73 

.04-. 

.  ..  ...70 

S/3-- 

Fort  Bliss.  T^a? 

18101 

603 

537  . 

. 66 

.  3.33 

2.97  . 

-36 

465 

2/25 — 

B1 vth evi lie.  A  rka  n  sa  s 

S75 

5 

5 

.57 

.57 

145 

.8/1 - 

Camn  Rrwi  e .  Texa  s 

27Q07 

727 

722 

5  . 

2.61 

2.59 

.  .02  . 

928 

7/25 

Fort  Brown .  Texa  s 

995 

23 

23  . 

2.31 

.  2.31 

35 

.—8/3 

Camn  Chaffee.  Arkansas 

1  <3333 

409 

409  

2.23 

2.23 

.  ,293 

7/2S 

Chiokasha.  Okl  ahoma 

239 

2 

2 

.84  . 

— 

_ :  ...84- 

12— 

...  .£/] 

Camn  Cl, ai  home.  Louisiana. 

36350 

1302 

1230 

72 

3 . 53 

3.38 

..20- 

222 

2/25 

Fort  Cl  ark.  Texas 

1613 

36 

33 

3 

2.22 

■  &Q4- 

 ,10- 

24 

8/3 

Clovis.  New  Mexico 

1167 

22 

9 

13 

1  t33 

,77 

1.11. 

5 

-,--8/1 - 

AFTD .  Coleman.  Texas 

2/,  6 

— 

j-„8/] - 

AFTD,  Corsicana.  Texas 

344 

6 

6 

I.74 

_ 1274 — 

, 

8/1 

Fort  Crockett.  Texas — ; — _ 

_ 21QQ- 

_ 122 _ 

122 _ 

s.ai 

_ _ 5-r-31_ 

1 _ 103 _ 

_ 2/25 — 

CONFIDENTIAL 


Number  0 
report 

f  patients  on  sick 
at  end  of  week 

Per  Cent 

con; 

H’lDBl 

THAI 

Station 

Strength 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Vacant 

Beds 

Week 

Ending 

EIGHTH  SERVICE  COMMAND :  (C 

on.) 

Cuero,  Texas 

267 

5 

5 

, 

 .1.87 

.  1.87 

5 

3, A 

Curtis  Field.  Texas 

350 

2 

. .  2 . 

.60 

60 

. 

8/1 

Fort  D. A .Russell.  Texas 

1065 

21 

21 

.  1.97 

.   1.97 

69 

8/1 

A.A.B.,  De  Bidder,  La- 

Station  h 

ospital  r 

eport  not 

received 

FI  I  i  rig  ton  •  Fi  eld  ,  Texas 

7038 

122 

.  \  119  . 

3 

.  1.73 

1.69 

.04 

 123 

8/1 

Fni d  j  Oklahoma 

286/, 

62 

.  60.  . . 

2 

2.16 

2.09 

. .07 

195 

8/1  .  . 

Foster  Field,  Texas 

2711 

105 

102. 

.3 

.  2.83  

2.75  „ 

 -08 

42 

2/25 

Goodfellow  Field.  Texas 

282/,. 

95 

92 

3 

3.36 

3.26 

.10 

.  ...  . 8 

8/1 

Hardin?  Field.  Louisiana 

3015 

87 

86 

1  . 

2.89 

2.85 

04  - 

21 

8/1  . 

Harlingen.  Texas 

3590 

45 

45-  J 

1-25 

. 1.25 

. 73 . 

.  .  8/1 

AAFTD  Helena,  Arkansas 

349 

1 

1.  . 

.   -29 

..29 

_ 8/1-  - 

Henslev  Field.  Texas 

.  472 

_ 

_ 

8/1 

Hicks  Field.  Texas 

212 

1 

1 

.47 

.47 

10 

8/1 

Camp  Hood.  Texas 

11982 

53 

53 

.44 

44  

7/25  .. 

Camp  Hulen.  Texas 

. 4338 

128 

128 

2..  9  5 

2*95 

389 

...  .8/1 . 

Camp  Jos.T.  Robins  on.  Ark. 

22597 

848 

ILL 

104 

3.75 

3.29 

.46 

493 

8/1 

Jones  Field,  Texas 

254 

2 

2 

.79 

.79 

_ S/l 

Lake  Charles  Fly,Scha,La. 

2707 

83 

77 

6 

3-06 

2.84 

.22 

20 

...  8/_l _  . 

Cairro  Livingston.  Louisiana 

32A33 

780 

691 

89 

2.4O 

2.13. 

27 

10.62 

7/25--- 

Love  Field.  Texas 

803 

2 

2 

.25 

.25 

12 

8/1  . 

Lubbock,  Texas 

3103 

101 

101 

m m 

3.25 

3.25 

140 

•  8/1. 

Fort  McIntosh,  Texas . 

. Z.67 

17 

17 

_ 

....  3.6/, 

.  ..  3.64 

...  29 

8/1.  .  . 

Camp  Ma.xey,  Texas  ■  , 

413 

1 

1 

.2/, 

24 

...  8/1 

Midland.  Flv.Sch.,  Texas 

3657 

80 

78 

2 

. 2.1 9 

2.13 

.06 

72 

__ a/i- . 

Moore  Field,  Texas 

3172 

60 

.  60 . 

1.89  .. 

1.89 

. 32  . . 

8/1 

AFTD  Muskogee,  Oklahoma. 

221 

1 

1 

.45 

r45 

.  8/1 . 

New  Orleans.  La.  Area 

9564 

.  169 

162 

7 

1.77 

1.69 

.08  * 

225 

8/1 

Oklahoma  Citv  Area 

.  1476 

.  ....  4 

. 

/ 

.27 

.27 

7 

8/1 

Pecos,  Texas 

...  533 

2 

2 

.38 

.38 

8/1 

Perrin  Field.  Texas 

..  .  2241 

45 

45 

2.01 

2.01 

80 

8/1 

- i . —  - 

Pine  Bluff  Arsenal.  Ark. 

_ 442 

1 

_ = _ 

_ 1_ 

_ .23- 

_ *23 _ 

__8/] - 

CONFIDENTIAL 


Number  of  patients  on  si cl 
report  at  end  of  week 

- OONFI 

Per  Cent 

deni 

LAL 

Station 

Strength 

Total 

Remain. 

In 

Hosp. 

In 

O.trs . 

Total 

Remain. 

In 

Hosp. 

In 

O.trs . 

Vacant 

Beds 

Week 

Ending 

EIGHTH  SERVICE  COMMAND :  (C 

on. ) 

AAFTD  Pine  Bluff.  Arkansas 

AOS 

3 

3 

2ZA 

.74. . . 

3 X 

8/3 

Camp  Polk.  Louisiana 

18323 

1367 

1367 

— 

7.46 

7.46 

— 

412 

7/25 

Randolph  Field,  Texas 

9398 

141 

136 

5 

.1450  .. 

L.45— . 

.  .  ..Q 5.-. 

202 

_ 2/25— 

Fort  Reno .  Oklahoma 

394 

.  8 

7  . 

2 

2.03— 

1.78  1 

.25- 

n 

- 1 - 

—8/1  . 

Fort.. Ringgold,  Texas 

486 

14 

14 

2.88. 

2.88 

15 

_ 8/1.  ... 

Roswell.  New  Mexico 

2990 

35 

34 

.  1 

1.17 

1.14.. 

,03— 

l.  -3-2.8 

_a/i_..  . 

San  Antoni n;  Texas  Area 

46248 

1976 

1852 

.124 - 

.  4.27 

.  .  4-00 

>27 

740 

7/25 

Sh  eppa  rd  Fi  el d ,  Texa s 

96097 

1534 

1327... 

207 . . 

c  On 

5.08 

>.79.. 

—liS 

B/2 

Fort  Sill .  Oklahoma 

35801  . . 

1019 

976  .. 

.  43. . 

2.85 

2.73  .. 

. .12  - 

-7.92- 

_ E/3-  . 

Stinson  Field,  Texas 

923 

_ 10 _ 

.  a/i 

Fort  Sumner,  New  Mexico 

284 

2 

— 

2 

.  .70 

— 

170  . 

.  6  . 

aA  ~ 

Camn  Swift,  Texas 

11211 

401 

387 

14 

3.57 

3t/,5 

..  .  >12.„ 

-  782 

—2/1 _ 

AAFTD  Tulsa,  Oklahoma 

934 

12 

12 

1.28 

"1.28 . 

a/i 

TT  va  1  d  e  Texas 

271 

/, 

/, 

1.48 

1.48 

10 

_ 8 A  ..  . 

Vernon.  Texas 

265 

5 

4 

1 

1.89 

■  1.51 

_ *38 _ 

5 

-2/1 

Waco,  Texas  Area. 

3336 

98 

98 

2.94 

2.94 

8/3 

Camp  Wallace,  Texas 

899/, 

398 

26/, 

1  /,/, 

4.43 

2.82  

198  . 

.  7/25 _ 

Will  Rogers  Field,  Okla. 

5002 

160 

1,58. 

2 

3.20  . 

3.16 

.04 

. 23 

..,.2/1— 

Camp  Wolters.  Texas 

22323" 

585  

585 

2.62 

2.62 

415 

7/25  , 

Louisiana  Maneuver  Area 

5868 

7/25.  . 

8th  Serv  -  CfOTmrd  at  Large 

2816 

1 

J 

.0/, 

.04 

— 

7/25  I 

NINTH  SERVICE  COMMAND:  . 

4/4975  . 

10450 

. 9951 

.,,..499 . . 

 2.35. 

2.24 

. .11 

5985 

Camp  Adai v}  Oregon 

968 

31 

,31 

3.24 

3.24  - 

.  .31 

2/25 

Alcan  Highway,  B.  0. 

1782 

1  /,  2 

139 

3 

7.97 

7.80 . 

-17 

204 

7/25 

Benecia  Arsenal,  Cali  form' 

*  12/,  8 

7 

7/25 

AF1TD  Blvthe.  California 

2630 

7 

7 

.27 

.27 

2/25 

Camp  Cal  1  an.  Cal  i  f orni  a. 

9230 

611 

610 

. 1  .. 

.  6.62 

6.61 

.01  - 

8/1 

Camp  Cooke,  California. 

17067 

494 

478 

16 

2.89 

2.80 

>.09-- 

120 

7/25 _ 

Davis  Months  n  Field  Ari  >z  T 

7675 

127 

115 

.  12  

1 .65 

1  .50 

.15 

40  1  7/25 _ 

Dos  Palos,  California 

303— 

3 

.99-.- 

i  - 

.99 

4 - — - 

a/i _ 1 

CONFIDENTIAL 
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Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

Per  Cent 

TDE1S 

Vacant 

Beds 

TIAL 

Week 

Ending 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs . 

NINTH  SERVICE  COMMAND:  (Co 

n.) 

Ephrata  Air  Base,  Wash. 

2449 

— 

— 

— 

— 

— 

— 

7/25 

Gardner  Field,  Calif. 

2666 

37 

37 

— 

1.39 

1.39 

44 

8/1 

Ft.  Geo.  Wright,  Wash. 

5749 

198 

198 

— 

3. %4 

3 .44 

— 

88 

7/25 

Glendale,  Calif. 

1771 

3 

- 

3 

*17 

- 

.17 

- 

yrr 

Gowen  Field,  Idaho 

3761 

141 

140 

1 

3.75 

3.72 

.03 

4 

7/25 

Cp.  Haan.  Calif. 

6012 

389 

389 

— 

6.47 

6.47 

110 

7/25 

Hamilton  Field,  Calif.. 

5703 

223 

222 

*1 

3.91 

.....  3,8? .. 

.  .02 

30 

7/25 

Hammer  Field,  Calif. 

3761 

64 

64 

— 

1.70 

1.70 

...  — 

53 

8/1 

H.  D.  of  Columbia.  Ore. 

2663 

23 

17 

6 

.86 

.64 

.22 

125 

8/1 

Hemet.  Calif. 

431 

2 

2 

_ 

.46 

.46 

_ 

8 

8/1 

Ft .  Huachuca ,  Ariz  e 

15446 

607 

526 

81 

3.93 

3.41 

.52 

391 

7/25 

Jolon,  Calif. 

284 

3 

— 

3 

1.06 

— 

1.06 

6 

8/1 

King  City.  Calif. 

472 

4 

2 

2 

.84 

.42 

•42 

8 

8/1 

Las  Vegas,  Nev, 

4843 

71 

67 

4 

1.46 

1.38 

.08 

40 

8/1 

Ft.  Lawton,  Wash. 

4879 

130 

130 

_  -  - 

2„66 

2*66 

82 

7/25 

Lemoore,  Calif. 

2891 

~~Z8~ 

67 

1 

2.35 

2.32 

.03 

58 

7F 

Ft. Lewis  &  Cp. Murray, Wash. 

75280 

1339; 

1302 

37 

1.78 

1.73 

.05 

1384 

7/25 

Cp.  Lockett,  Calif. 

.  2108 

31 

28 

3 

1.47 

1.33 

.14 

66 

7/25 

Long  Beach,  Calif. 

3175 

21 

14 

7 

.66 

•44 

.22 

11 

7/25 

Los  Angeles  Area 

11226 

334 

298 

36 

2.97 

2.65 

.32 

113 

8/1 

Luke  Field,  Ariz. 

5802 

189 

188 

•1 

3.26 

3.24 

.02 

74 

7/25 

McChord  Field,  Wash. 

4512 

40 

35 

5 

.89 

.78 

.11 

15 

8/1 

McClellan  Field,  Calif. 

3346 

67 

67 

— 

2. GO 

2.00 

— 

33 

8/1  

Mather  Field.  Calif. 

4740 

96 

96 

'  _ •  • 

2.03 

2*03 

_ 

88 

8/1 

Merced,  Calif. 

2853 

30 

30 

- 

1.05 

1.05 

48 

8/1 

Minter  Field,  Calif. 

4007 

99 

99 

— 

2.47 

2.47 

—  • 

12 

8/1 

Muroc  Lake.  Calif. 

3595 

_ 

_ 

— 

_ 

— 

— * 

9 

8/1 

Oakland,  CaL if.  Area 

2138 

11 

— 

11 

.51 

— 

.51 

— 

Ontario,  Calif. 

1926 

11 

— 

11 

.57 

— 

.57 

9 

18/I 

Ft.  Ord.  Calif.. 

25406 

1186 

1170 

16 

4.67 

4.61 

•  0 6  . 

264 

7/25   ■ 

Oxnard.  GaliX. _ 

429 

3 

3 

- 

.70 

.70 

7 

8/1 _  , 

CONFIDENTIAL 


CONEIDENTTAT. 


Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

Per  Cent 

Vacant 

Beds 

Week 

Ending 

Total 

Remain, 

In 

Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

NINTH  SERVICE  COMMAND: (Con 

lL 

Paine  Field,  Wash, 

4398 

52 

52 

— 

i;i8 

1,18 

— 

59 

7/25 

Pendleton  Field,  Ore. 

1945 

120 

120 

— 

6.17 

6.17 

— 

13 

7/25 . 

Portland  Air  Base,  Ore. 

3570 

124 

124 

— 

3.47 

3.47 

— 

52 

7/25 

Co.  Roberts.  Calif. 

27848 

724 

724 

— 

2.60 

2.60 

— 

399 

7/25 

Ft.  Rosecrans,  Calif. 

2509 

88 

88 

— 

3.51 

3.51 

— 

47 

7/25 

Salinas  A.Bf.  Calif. 

1308 

.  9.  . 

. . .  9 . . 

.69  . 

.  -.69 

3 

7/25 

Salt  Lake  City  Area 

13336 

255 

239 

16 

1.91 

1.79 

*.12 

103 

7/35  

San  Bernardino  Air  Deo.. Cal 

.  2381 

2 

_ 

2 

.08 

_ 

*.08 

. _ 

8/1 

San  Diego,  Calif.  Area 

6155 

— 

— 

— 

— 

— 

*— 

— 

7/25 

Co*  San  Luis  Obispo, Calif . 

15190 

718 

713 

5 

4.73 

4.69 

*.04 

165  1 

7/25 

Santa  Ana,  Calif. 

11049 

243 

240 

3 

2.20 

2.17 

-.03 

154 

8/1 

Santa  Maria,  Calif. 

443 

_ 

.  — 

_ 

_ 

8 

8/1 

Santa  Monica,  Calif. 

3982 

,  T 

‘  

— 

2/25 

Cp.  Sibert,  Nev. 

476 

39 

37 

2 

8.19 

7.77 

.42 

-13 

8/1 

Stockton  Q.M. Motor  Base. Cal 

.  1596 

21 

— 

21 

1.32 

— 

1.32 

 .  1 

8/1  .... 

Thunderbird  Airport. Ariz. 

527 

4 

4. 

— 

.76 

.76 

6 

8/1  .  J 

Tulare,  Calif. 

470 

3 

3 

— 

•64 

.64 

— 

5 

7/25  • 

Twentv-nine  Palms .  Cal  if . 

145 

1 

1 

•— 

.  .69  . 

, „ 

. .  9 

8/1-  - 

Vancouver  Bks . ,  Calif. 

1102 

44 

44. 

-  3*99 

.  3.99 

_ 

102 

7/25 

Victorville.  Calif. 

4554 

125 

118 

7 

2.74 

2.59 

.15 

30 

8/1 

Visalia.  Calif. 

593 

7 

4 

3 

1.18 

'  .67 

.51 

4 

8/1 

Walla  Walla.  Wash. 

2631 

10 

9. 

1 

.38 

.34 

.04 

1 

7/25 . . 

Camp  White.  Ore. 

2523 

34 

34 

_ 

1.35 

1,35 

_ 

138 

(7/25 

Williams  Field.  Ariz. 

3762 

96 

95 

1 

2.55 

2.53 

-  -«Q2 

— 

7/25 

Ft.  Worden.  Wash. 

3586 

65 

51 

14 

1.81 

1.42 

.39 

88 

8/1 

Cp.  Young,  Calif. 

12852 

460 

450 

10 

3.58 

3.50 

.08 

55 

2Z25 

5th  Serv.  Command  at  Large 

60827 

371 

237 

134 

.61 

.39 

,22 

898 

7/25 

_ i _ 

- • - - 
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Station 

Strength 

Number  of  patients  on  sick 
report  at  end  of  week 

goneI 

Per  Cent 

IDEN 

Vacant 

Beds. 

IIAL 

Week 

Ending 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

Total 

Remain. 

In 

Hosp. 

In 

Qtrs. 

NINTH  SERVICE  COMMAND: ( Cor 

.) 

Total 

2507699 

66095 

61532 

4563 

2.63 

2.45 

.18 

44912 

General  Hospital 

24474 

11242 

11190 

52 

4209 

Grand  Total 

2532173 

77337 

72722 

4615 

3*05 

2.87 

.18 

49121 

*This  summary  is  incomplete  in  that  reports  from  all  stations  are  not  included.  Only  larger  stations , 
or  stations  representative  of  a  geographical  area  are  included.  Fluctuations  in  strength  at  some 
stations,  or  in  some  areas  may  be  the  result  of  not  having  received  all  of  the  reports  from  those 
stations  or  a  reas  at  t he  time  this  summary  is  published. 
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